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FOREWORD 


This Indian Standard (First Revision) was adopted by the Bureau of Indian Standards, after the draft finalized by 
the Drawing Sectional Committee and approval by the Production and General Engineering Division Council 


(PGDO). 


This standard was first published in 1988. This revision has been taken up to incorporate feedback gained through 
experience and other developments taken at international level in this field. 


In the preparation of this standard assistance has been derived from DIN 30-5:2002 ‘Simplified Drawing — Part 5 
Foreign Part drawings, direction for preparing’ issued by the Deutsches Institut Für Normung (DIN). 


The use of foreign part drawings offers the following advantages depending upon the type of organizations: 


a) 


b) 
c) 
d) 


e) 


Explicit definition of non-standard commercial objects. In the event of insufficient clarity of supplier 
documents, any additions can be made to the foreign part drawing. 


Independent vis-à-vis the document of the supplier. 
Uniformity in documents for article numbering and repeat parts. 


Uniformity in documents, rendering shorter text in the purchaser order, since only the drawing name and 
drawing number need to be specified. 


Uniform and sufficient inspection documents for good inscript. 


Repeat part numbering may be at the discretion of the company/orgnizations. 
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Indian Standard 


SIMPLIFIED PRESENTATION OF TECHNICAL 
DOCUMENTS 


(GUIDE FOR PREPARATION OF ORDER DRAWINGS 
FOR BOUGHT—OUT PARTS) 


( First Revision ) 


1 SCOPE 


This standard lays down the representation of foreign 
part drawings. This specifies the documentation of 
non-standard commercial objects for purchase 
purposes, which are mentioned in the documents of 
the supplier and are furnished with a manufacturer or 
supplier identification. These specifications are meant 
to ensure the supply of these parts in the required 
quality and with the required functions, in addition to 
achieving independence of later modifications 
performed to the documents of the supplier. 


2 REFRENCE 


The standards given below contain provisions which, 
through reference in this text, constitute provisions of 
this standard. At the time of publication, the edition 
indicated was valid. The standard is subject to revision, 
and parties to agreements based on this standard are 
encouraged to investigate the possibility of applying 
the most recent edition ofthe standard indicated below: 


IS No. Title 
IS 8930 Technical product documentation — 
(Part 1):1995 vocabulary Part 1 Terms relating to 
technical drawings: General and 
types of drawings 


3TERMS 


For the purpose of this standard definitions as given 
in IS 8930 (Part 1) shall apply. 


4 DIRECTIONS FOR PREPARING 


4.1 Foreign part drawings shall contain unique 
information suitable for ordering the objects and required 
for the assembly and inspection (see Fig. 1 to 3) 


4.2 Extracts from the documentation of the supplier, 
e.g. drawings, tables (see fig. 1 and 2) and test (see 
fig. 3) may, at times be incorporated in the 
representation of foreign part drawings. In the 
process, care shall be taken to ensure the compatibility 
and restorability of these extracts in the 


documentation process(data migration, software 
exchange). 


4.3 Where applicable, information by the customer (e.g. 
order number) shall be added to the tables extracted 
from the documents ofthe supplier (see tables in fig. 1 
and 2). Where required, the article code of the 
manufacturer may also be added to the table 


4.4 If necessary, manufacturer/supplier data as well 
as the title of the object shall be specified next to the 
title block or in appropriate supplementary fields (e.g. 
for citing of source for the content of the drawing). 
If a fixed supplier is specified for technical reasons, 
then the following shall be added: e.g. : "Supplier 


4.5 As far as possible, the name shall be derived from 
the commercial name of the objects and shall be 
specified in the title block. 


4.6 Details not specified in the foreign part drawing 
shall be regarded as customary in the trade and are 
indirectly specified in or above the title block with 
relevant information (see footnote “a” in Fig. 1) 


4.7 As a rule, foreign part drawings are not meant for 
own production, which is why this should be indicated 
at an appropriate information on the drawing plane, 
e.g. by the marking: "Foreign part drawing, 
manufacturer ...... e 


4.8 The proprieter (company or the manufacturer) of 
industrial property rights shall be specified in the 
foreign part drawings (see Fig. 1) 


5 MODIFICATIONS IN THE INFORMATION 
PROVIDEDIN THE DRAWING 


5.1 The information of the purchaser on the foreign 
part drawing takes procedure over the generally valid 
information provided by the manufacturer. This is in 
particular applicable in the event of modifications in 
the documents of the supplier. 
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Identification No. 
d D  ht/h2 


THIRA- 

2Z 112 122 7/10 *) 

* Type according to 
XXX 123 in 
YY-Quality 456 


Figures and tables, for 
example are copied from 
prospectus or catalogues, 
cut and pasted in drawings 
format . 


Edges of the text. 


H. 


. BOUGHT OUT PART 
and 


2. "Namc and address" of 
the manufacturer 
(supplier aswell as the 
designation of tne 
component can be fur- 
nished near the title 
block or in the corros- 
ponding additional blocks 
(for example as in the 
origin for the contents 
of the drawing). On the 
technical reason, if the 
supplier is pre-establ- 
ished then the following 
is to be added. 


"Supplier only ng 


Name ie to be derived az 
far as possible from the 
trade name of the 
component. 


Fic. | ORDER DRAW+ING, INDIVIDUAL PART DRAWING (EXAMPLE) 
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cation 
hesignatinn 
for Type A 


EESTE BE I 
rna 


Bii — 
A26x34x4 i 
[A28x35x4 — | 2.43 | 
|A25x37x4 — | 3.08 | 
ETE SEL MESE KAN 


B29x38x4 - 
B30x37 


The above Table taken out from the documents of 
the manufacturer(supplier), is to befilled up as 
given in each case with the data of the pur- 
chaser (for example, purchaser's material No.). 
Under special circumstances, the material No. 


of the manufacturer can also be additionally 
included in the Table. 


Fic. 2 ORDER DRAWING, VARIANT DRAWING (EXAMPLE) 
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Composition of material 


1l. 4 kg Dardens: 
10 kq Binder 


É kg hccelerator 


50 kg Filler consisting of 

sand upto grain size 2 mm -Text, for example 
trom 4 tender 

ü ,25 kg Pack ing copied and pasted , 


Pure solvent E 
Próbeécrion Mat a 


Stirring paddle 


5 kg Pigment white 


& kg Pigment sea green 
colour 


Instruction in English 
Lanquagé werk ing n 
temperature at 20°c, 


Fic. 3 ORDER DRAWING, DESCRIBING TEST ONLY (EXAMPLE) 
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